12/1/71 - Parkland 


Kemp dark still there but gone both times I stopped off at his 
office (? 7th floor). 

Wright still chief security but out until 2 p.m. (Kiwanis, I think) 
““^^rff ice in hospital, ground floor, i.e., below what is 1 at 
main entrance. 


